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IT’S  NOT  A  HOME  UNTIL  IT’S  PLANTED 


CONTENTS 


Lining  Out  Coniferous  Evergreens 
Lining  Out  Broad-Leaved  Evergreens 
Lining  Out  Deciduous  Shrubs  and  Trees 
Lining  Out  Vines 

Coniferous  Evergreens 
Broad-Leaved  Evergreens 
Deciduous  Shrubs  and  Plants 
Shade  Trees 
Vines 


TERMS  OF  SALE — Cash  with  order,  except  to 
persons  who  satisfy  us  as  to  their  responsibility. 
Remittances  may  be  made  by  Bank  Draft,  Postal 
or  Express  Money  Order  or  Certified  Check. 

KEY  to  Single  Letters  in  Parentheses  follow¬ 
ing  names  of  plants:  B — Buds.  C — Cuttings. 
G — Grafts.  S — Seedlings.  T — Transplanted. 

ORDER  EARLY — Orders  are  filled  in  rotation. 
Ordering  early  will  insure  the  reservation  of  va¬ 
rieties  that  later  may  be  sold  out,  and  save  you 
any  disappointment. 

PACKING — All  plants  are  carefully  packed  to 
prevent  drying  or  freezing  while  in  transit. 

GUARANTEE — We  guarantee  all  nursery  stock 
furnished  by  us  to  be  first-class  and  true  to  name. 
We  exercise  the  greatest  of  care  to  have  all  our 
trees  and  plants  true  to  name,  well  grown,  packed 
in  the  very  best  possible  manner,  and  hold  our¬ 
selves  in  readiness  on  proper  proof  to  replace  all 
trees  and  plants  that  may  accidentally  prove  un¬ 
true  to  label,  free  of  charge  or  refund  the  amount 
paid. 

No  orders  for  lining  out  stock  will  be  filled  for 
less  than  ten  plants  of  one  variety. 

REFERENCES — Commercial  Agencies 
Reputable  Nurserymen  in  the  South 


Coniferous  Evergreens 

LINING  OUT  STOCK— NURSERY  GROWN 


Cedrus  deodara  (Deodar  Cedar)  (S)  (T) 

Per  10. 

4  to  6  inch . 60 

6  to  8  inch . 90 

Cedrus  libani  (Cedar  of  Lebanon)  (S) 

2  to  4  inch . 60 

4  to  6  inch . 85 

Chamaecyparis  pisifera  argentia  (Argentea 
tinospora)  (C)  (T) 

2  to  4  inch . 70 

4  to  6  inch . 90 

Chamaecyparis  pisifera  aurea  (Golden  sawara  Re 
tinospora)  (C)  (T) 

6  to  8  inch . 90 

8  to  10  inch . 1.10 

Chamaecyparis  pisifera  Plumosa  aurea 
Plume  Retinospora)  (C)  (T) 


Per  100. 

5.00 

8.00 


5.00 

7.50 

Re- 

6.00 

8.00 


8.00 

10.00 

(Golden 


4 

to 

6  inch . 

. 70 

6.00 

6 

to 

8  inch . 

. 90 

8.00 

8 

to 

10  inch . 

. 1.10 

10.00 

Chamaecyparis  pisifera 
Retinospora)  (C)  (T) 

4  to  6  inch . 

6  to  8  inch . 

8  to  10  inch . 


squarrosa  vetchii  (Moss 


.  .60 
.  .85 

.1.10 


5.00 

7.50 

10.00 


Cryptomeria  japonica  (Common  Cryptomeria)  (S) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 85  7.50 

8  to  10  inch . 1.10  10.00 

Cupressus  arizonica  (Arizona  Cypress)  (S) 

4  to  6  inch . 30  2.00 

6  to  8  inch . 50  4.00 

8  to  10  inch . 70  6.00 

Cupressus  Lawsoniana  (Lawson  Cypress)  (S)  (T) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 85  7.50 

Cupressus  pyramidalis  (Columnar  Italian  Cypress) 
(S)  (T) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 85  7.50 

Cupressus  sempervirens  (Italian  Cypress)  (S) 


4 

to 

6  inch . 

. 35 

2.50 

6 

to 

8  inch . 

. 50 

4.00 

8 

to 

10  inch . 

. 65 

5.50 

Juniper  us  Chinensis  pfitzeriana  (Pfitzer  Juniper) 
(C)  (T) 

4  to  6  inch . 85  7.50 

6  to  8  inch . 1.10  10.00 

8  to  10  inch . 1.30  12.00 

Juniperus  communis  (English  Juniper)  (C)  (T) 


6  to  8  inch . 

8  to  10  inch . 

10  to  12  inch . 

Juniperus  communis  ashfordi 
(C)  (T) 

6  to  8  inch . 

8  to  10  inch . 

10  to  12  inch . 

Juniperus  communis  succia 
(C)  (T) 

6  to  8  inch . 

8  to  10  inch . 

10  to  12  inch . 


.60  5.00 

. 90  8.00 

. 1.10  10.00 

(Ashford  Juniper) 

. 60  5.00 

. 90  8.00 

. 1.10  10.00 

(Sweedish  Juniper) 


.  .60 
.  .90 
1.10 


5.00 

8.00 

10.00 


2 


HOGANSVILLE  NURSERIES 


Juniperus  sabina  (Savin  Juniper)  (C)  (T) 

Per  10.  Per  100. 

4  to  6  inch . 1.30  12.00 

6  to  8  inch . 1.70  16.00 

Juniperus  virginiana  (Redcedar)  (S)  (T) 

6  to  8  inch . 90  8.00 

8  to  10  inch . 1.10  10.00 

Libocedrus  decurrens  (California  Incense  Cedar) 

(S) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 1.10  10.00 

Thuja  nana  daly  (Nana  Daly,  Green)  (C)  (T) 

4  to  6  inch . 1.30  12.00 

6  to  8  inch . 2.10  20.00 

Thuja  occidentalis  Ellwangeriana  (Tom  Thumb 
Arborvitae)  (C)  (T) 

6  to  8  inch . 70  6.00 

Thuja  occidentalis  globosa  (American  Globe  Ar¬ 
borvitae)  (C)  (T) 

4  to  6  inch . 70  6.00 

6  to  8  inch . 90  8.00 

Thuja  occidentalis  pyramidalis  (American  Pyra¬ 
midal  Arborvitae)  (C)  (T) 

2  to  4  inch . 60  5.00 

4  to  6  inch . 70  6.00 

6  to  8  inch . 85  7.50 

Thuja  orientalis  (Chinese  Arborvitae)  (S)  (T) 

4  to  6  inch . 20  1.00 

6  to  8  inch . 35  2.50 

8  to  10  inch . 50  4.00 

10  to  14  inch . 70  6.00 

Thuja  orientalis  aurea  conspicua  (Goldspire  Ar¬ 
borvitae)  (S)  (T) 

4  to  6  inch . 70  6.00 

8  to  10  inch . 90  8.00 

Thuja  orientalis  aurea  nana  (Berckman’s  Golden 
Arborvitae)  (C)  (T) 

2  to  4  inch . 90  8.00 

4  to  6  inch . 1.10  10.00 

6  to  8  inch . 1.30  12.00 

Thuja  orientalis  bonita  (Bonita  Arborvitae)  (C) 

(T) 

6  to  8  inch . 1.70  16.00 

Thuja  orientalis  compacta  (S)  (T) 

2  to  4  inch . 30  2.00 

4  to  6  inch . 40  3.00 

6  to  8  inch . 60  5.00 

Thuja  orientalis  meldensis  (Beverlyensis  Arbor¬ 
vitae)  (C)  (T) 

4  to  6  inch . 1.10  10.00 

6  to  8  inch . 1.60  15.00 

Thuja  orientalis  rosedale  (Biota  Rosedale)  (C) 
(T) 

6  to  8  inch . 50  4.00 

8  to  10  inch . 70  6.00 

Thuja  orientalis  rosedale  hybrid  (Biota  Rosedale 
Hybrid)  (C)  (T) 

4  to  6  inch . 40  3.00 

6  to  8  inch . 60  5.00 

8  to  10  inch . 85  7.50 
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Retinospora  obtusa  (Hinoki  Cypress)  (S)  (T) 

Per  10.  Per  100. 

4  to  6  inch . 40  3.00 

6  to  8  inch . 50  4.00 

8  to  10  inch..; . 60  5.00 

Retinospora  pisifera  argentia  (Argentea  Retino¬ 
spora)  (C)  (T) 

2  to  4  inch . 70  6.00 

4  to  6  inch . 90  8.00 

Retinospora  pisifera  aurea  (Golden  Sawara  Re¬ 
tinospora)  (C)  (T) 

6  to  8  inch . 90  8.00 

8  to  10  inch . 1.10  10.00 

Retinospora  pisifera  plumosa  aurea  (Golden 
Plume  Retinospora)  (C)  (T) 

4  to  6  inch . 70  6.00 

6  to  8  inch . 90  8.00 

8  to  10  inch . 1.10  10.00 

Retinospora  pisifera  squarrosa  vetchii  (Moss  Re¬ 
tinospora)  (C)  (T) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 85  7.50 

8  to  10  inch . 1.10  10.00 

Podocarpus  Macrophyller  (S) 

2  to  4  inch . 50  4.00 

4  to  6  inch . 75  7.50 

6  to  8  inch . 1.00  10.00 


Broad-Leaved  Evergreens 


3.00 

5.00 

7.50 


10.00 

15.00 


Abelia  grandiflora  (Glossy  Abelia)  (C)  (T) 

Per  10.  Per  100. 

6  to  8  inch . 40 

8  to  10  inch . 60 

10  to  12  inch . 85 

Aucuba  japonica  variegata  (Variegated  Aucuba 
Japonica)  (C)  (T) 

6  to  8  inch . 1.10 

8  to  10  inch . 1.60 

Berberis  sargentiana  (Sargents  Barberry)  (C) 
(T) 

4  to  6  inch . . 90  8.00 

6  to  8  inch . 1.10  10.00 

8  to  10  inch . 1.30  12.00 

Buxus  sempervirens  (Common  Boxwood)  (C) 

4  to  6  inch . 50  4.00 

6  to  8  inch . 65  5.50 

Buxus  sempervirens  suffruticosa  (Truedwarf  Box¬ 
wood)  (C) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 85  7.50 

Cotoneaster  horizontalis  (Rock  Cotoneaster)  (C) 
(T) 


4 

to 

6  inch . 

. 90 

8.00 

6 

to 

8  inch . 

. 1.10 

10.00 

8 

to 

10  inch . 

. 1.30 

12.00 

Cotoneaster  pannosa  (Silverleaf  Cotoneaster)  (S) 
(T) 

2  to  4  inch . 40  3.00 

4  to  6  inch . 60  5.00 

Cotoneaster  van  chilli  (Van  Chilli  Cotoneaster) 
(C)  (T) 

6  to  8  inch . 60  5.00 

8  to  10  inch . 85  7.50 

10  to  12  inch . 1.10  10.00 
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Cotoneaster  van  chilli  (Van  Chilli  Cotoneaster) 


(S)  (T) 

Per  10. 

Per  100. 

4  to  6  inch . 

. 40 

3.00 

6  to  8  inch . 

. 60 

5.00 

Eleagnus  fruitlandi  (C)  (T) 

4  to  6  inch . 

. 70 

6.00 

6  to  8  inch . 

. 90 

8.00 

8  to  10  inch . 

. 1.10 

10.00 

Eleagnus  pungens  reflexa  (Bronze  Eleagnus)  (C) 
(T) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 80  7.00 

8  to  10  inch . 90  8.00 

Eleagnus  pungens  reflexa  (Bronze  Eleagnus)  (S) 
(T) 

2  to  4  inch . 30  2.00 

4  to  6  inch . 40  3.00 

6  to  8  inch . 60  5.00 

Euonymus  japonicus  (Evergreen  Burningbush) 
(C)  (T) 

6  to  8  inch . 50  4.00 

8  to  10  inch . 70  6.00 

Euonymus  patens  (Spreading  Euonymus)  (C)  (T) 

6  to  8  inch . 45  3.50 

8  to  10  inch . 60  5.00 

Euonymus  pulchella  (Pulchella  Euonymus)  (C) 
(T) 


8  to  10  inch. 

. 1.10 

10.00 

Gardenia  Florida 

(Cape  Jasmine)  (C)  (T) 

6  to  8  inch .... 

. 60 

5.00 

8  to  10  inch.. 

. 80 

7.00 

Ilex  aquifolium  (English  Holly)  (S) 

4  to  6  inch.  .. 

. 40 

3.00 

6  to  8  inch.  .. 

. 60 

5.00 

8  to  10  inch.. 

. 80 

7.00 

Ilex  vomitoria  (Yaupon  Holly)  (S) 

4  to  6  inch.  .. 

. 60 

5.00 

6  to  8  inch.  .. 

. 80 

7.00 

8  to  10  inch.. 

. 1.10 

10.00 

Illicium  anisatum 

(Japanese  Anisetree)  (S) 

4  to  6  inch  ... 

. 60 

5.00 

6  to  8  inch.  .. 

. 85 

7.50 

Laurocerasus  caroliniana  (Cherry  Laurel)  (S) 

6  to  8  inch . 25  1.50 

8  to  12  inch . 40  3.00 

12  to  15  inch . 60  5.00 

Laurocerasus  officinalis  (English  Cherry  Laurel) 
(C)  (T) 

6  to  8  inch . 1.10  10.00 

8  to  12  inch . 1.35  12.50 

Ligustrum  amurense  (Chinese  Privet)  (S) 

6  to  8  inch . 20  1.00 

8  to  12  inch . 30  2.00 

12  to  16  inch . 45  3.50 

Ligustrum  japonicum  (Japanese  Privet)  (S) 

4  to  6  inch . 20  1.00 

6  to  8  inch . 25  1.50 

8  to  12  inch . 40  3.00 

Ligustrum  lucidum  (Glossy  Privet)  (C)  (T) 

3  to  4  inch . 40  3.00 

4  to  6  inch . 60  5.00 

6  to  8  inch . 70  6.00 

8  to  10  inch . 85  7.50 

Ligustrum  lucidum  (Glossy  Privet)  (G)  (T) 

6  to  8  inch . 90  8.00 
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Ligustrum  marginatum  aureum  (Goldleaf  Privet) 
(G)  (T) 

Per  10.  Per  100. 

6  to  10  inch . ' . 1.10  10.00 

10  to  15  inch . 1.30  12.00 

15  to  18  inch . 1.60  15.00 

Ligustrum  nepalense  (Nepal  Privet)  (C)  (T) 

4  to  6  inch . 45  3.50 

6  to  8  inch . 60  5.00 

8  to  12  inch . 85  7.50 

Ligustrum  ovalifolium  variegatum  (California 
Golden  Privet)  (C)  (T) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 85  7.50 

8  to  10  inch . 1.10  10.00 

Lonicera  nitida  (C)  (T) 

2  to  4  inch . 90  8.00 

4  to  6  inch . 1.10  10.00 

Magnolia  glauca  (Magnolia  Yirginiana)  (S) 

2  to  4  inch . 40  3.00 

4  to  6  inch . 60  5.00 

Magnolia  grandiflora  (Southern  Magnolia)  (S) 

4  to  6  inch . . 40  3.00 

6  to  8  inch . 60  5.00 

Mahonia  aquifolium  (Oregon  Hollygrape)  (S) 

2  to  4  inch . 50  4.00 

4  to  6  inch . 70  6.00 

Mahonia  bealei  (Leatherleaf  Hollygrape)  (S)  (T) 

2  to  4  inch . 60  5.00 

4  to  6  inch . 90  8.00 

Nandina  domestica  (Nandina)  (S)  (T) 

2  to  4  inch . 40  3.00 

4  to  6  inch . 60  5.00 

6  to  8  inch . 80  7.00 

Ophiopogon  (Evergreen  Ophiopogon)  (C)  (T) 

4  to  6  inch . 70  6.00 

Ophiopogon  varigatus  (Variegated  Evergreen 
Ophiopogon)  (C)  (T) 

4  to  6  inch . 90  8.00 

6  to  8  inch . 1.10  10.00 

Osmanthus  fragrans  (Sweet  Tea  Olive)  (C)  (T) 

4  to  6  inch . 2.60  25.00 

6  to  8  inch . 3.10  30.00 

Pachysandra  terminalis  (Japanese  Spurge)  (C) 
(T) 

6  to  8  inch . 1.10  10.00 

Photinia  serrulata  (Low  Photinia)  (S) 

2  to  4  inch . 60  5.00 

4  to  6  inch . 90  8.00 

6  to  7  inch . 1.10  10.00 

Pittosporum  tobira  (S)  (T) 

2  to  4  inch . 40  3.00 

4  to  6  inch . 60  5.00 

Pyracantha  coccinea  lalandi  (Laland  Firethorn) 
(C)  (T) 

6  to  8  inch . 85  7.50 

8  to  12  inch . .....1.10  10.00 

Pyracantha  crenulata  yunnanensis  (Yunnanensis 
Firethorn)  (C)  (T) 

6  to  8  inch . 85  7.50 

8  to  12  inch . 1.10  10.00 

Pyracantha  yunnanensis  gibbsi  (C)  (T) 

6  to  8  inch . 70  6.00 

8  to  12  inch . 90  8.00 

12  to  15  inch . 1.10  10.00 
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Raphiolepis  japonica  (Yeddo  Hawthorne)  (S) 

Per  10.  Per  100. 

4  to  6  inch . ,...  .40  3.00 

6  to  8  inch . 60  5.00 

Thea  sinensis  bohea  (Bohea  Tea  Plant)  (S) 

6  to  8  inch . 45  3.50 

8  to  10  inch . 60  5.00 

Viburnum  tinus  (Laurustinus)  (C)  (T) 

4  to  6  inch . 90  8.00 

6  to  8  inch . 1.10  10.00 


Deciduous  Shrubs  and  Plants 

Berberis  thunbergi  (Japanese  Barberry)  (S) 

Per  10.  Per  100. 

6  to  8  inch . 20  1.00 

8  to  10  inch . .  .30  2.00 

Berberis  vulgaris  atro  purpurea  (Purple  Bar¬ 
berry)  (S)  (T) 

4  to  6  inch . 1.10  10.00 

6  to  8  inch . 1.30  12.00 

Berberis  thunbergi  atro  purpurea  (Red  Leaf  Bar¬ 
berry)  (C)  (T) 

4  to  6  inch . 50  4.00 

6  to  8  inch . 70  6.00 

8  to  10  inch . 90  8.00 

Callicarpa  americana  (American  Beauty  berry) 
(S)  (T) 


6  to  8  inch . 

...  .30 

2.00 

8  to  10  inch . 

...  .40 

3.00 

Calycanthus  (Sweet  Shrub)  (S) 

6  to  8  inch . 

...  .30 

2.00 

8  to  10  inch . 

...  .40 

3.00 

10  to  12  inch . 

...  .60 

5.00 

Cercis  chinensis  and  canadensis  (Dwarf  Redbud) 

(S) 

4  to  6  inch . 40  3.00 

6  to  8  inch . 60  5.00 

8  to  10  inch . 80  7.00 

Cydonia  japonica  (Flowering  Quince)  (S) 

6  to  8  inch . 40  3.00 

8  to  12  inch . 60  5.00 

Cytisus  scorparius  (Scotch  Broom)  (S) 

6  to  8  inch . 30  2.00 

8  to  10  inch . 40  3.00 

Deutzia  crenata  flora  plena  alba  (Double  White 
Deutzia)  (C)  (T) 

10  to  12  inch . 60  5.00 

12  to  15  inch . 80  7.00 

Deutzia  gracilis  (Slender  Deutzia)  (C)  (T) 

4  to  6  inch . 60  5.00 

6  to  8  inch . 80  7.00 

Deutzia  scabra  (Deutzia  Pride  of  Rochester)  (C) 

8  to  10  inch . 60  5.00 

10  to  15  inch .  .80  7.00 

Eleagnus  umbrellata  (Autumn  Eleagnus)  (S)  (T) 

2  to  4  inch . 40  3.00 

4  to  6  inch . 60  5.00 

6  to  8  inch . 80  7.00 

Eleagnus  longipes  (Multiflora  Eleagnus)  (S)  (T) 

4  to  6  inch . 30  2.00 

6  to  8  inch . 45  3.50 

8  to  10  inch . 60  5.00 
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Exochorda  grandiflora  (Pearlbush)  (S) 

Per  10.  Per  100. 

8  to  10  inch . 40  3.00 

12  to  15  inch . 60  5.00 

Forsythia  suspensa  fortunei  (Fortune  Forsythia) 

(C) 

8  to  12  inch . 30  2.00 

12  to  15  inch . 35  2.50 

Forsythia  viridissima  (Greenstem  Forsythia)  (C) 

8  to  12  inch . 30  2.00 

12  to  15  inch . 35  2.50 

Hibiscus  syriacus  (Shrub  Althea)  (Double  pink, 
white,  purple,  red)  (C) 

6  to  8  inch . 40  3.00 

8  to  10  inch . 60  5.00 

Hibiscus  syriacus  (Shrub  Althea)  (Single  white) 
(C) 

6  to  8  inch... . 40  3.00 

8  to  10  inch . 60  5.00 

Hydrangea  paniculata  grandiflora  (Peegee  Hy¬ 
drangea)  (C)  (T) 

4  to  6  inch . 50  4.00 

6  to  8  inch . 70  6.00 

8  to  10  inch . 90  8.00 

Hypericum  moserianum  (Goldflower)  (C)  (T) 

6  to  8  inch . 60  5.00 

8  to  10  inch . 85  7.50 

Hypericum  patulum  (Japanese  Hypericum)  (S) 
(T) 

4  to  6  inch . 20  1.00 

6  to  8  inch . 30  2.00 

8  to  10  inch . 40  3.00 

Jasminum  humile  (Italian  Jasmine)  (C) 

6  to  8  inch . 60  5.00 

8  to  10  inch . 80  7.00 

Lagerstroemia  (Crape  Myrtle)  (Pink,  red,  purple, 
white)  (C) 

8  to  10  inch . 60  5.00 

10  to  12  inch . . . 85  7.50 

12  to  15  inch . . 1.10  10.00 

Lespedeza  (Shrub  Bush  Clover)  (S) 

6  to  8  inch . 20  1.00 

8  to  10  inch . 25  1.50 

10  to  12  inch . 40  3.00 

Ligustrum  ovalifolium  (California  Privet)  (C) 

8  to  10  inch . 20  2.00 

10  to  12  inch . 40  4.00 

12  to  15  inch . 60  6.00 

Lonicera  fragrantissima  (Christmas  Honeysuckle) 

(C) 

6  to  8  inch . 50  4.00 

8  to  10  inch . 60  5.00 

10  to  12  inch . 80  7.00 

Malus  coronaria  (Wild  Sweet  Crab)  (S) 

4  to  6  inch . 30  2.00 

6  to  8  inch . 50  4.00 

8  to  10  inch . 70  6.00 

Rhodotypos  kerriodes  (Jetbead)  (S) 

6  to  8  inch . 40  3.00 

8  to  12  inch . 60  5.00 

Salix  caprea  (Pussy  Willow)  (T)  (C) 

8  to  10  inch . 30  2.00 

12  to  14  inch . 40  3.00 
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Spirea  anthony  waterer  (A.  W.  Spirea)  (C)  (T) 

Per  10.  Per  100. 

4  to  6  inch . 40  3.00 

6  to  8  inch . 60  5.00 

Spirea  reevesiana  (Reeves  Spirea)  (C) 

8  to  10  inch . 30  2.00 

10  to  15  inch . 50  4.00 

Spirea  thunbergi  (Thunbergi  Spirea)  (C)  (T) 

4  to  6  inch . 50  4.00 

6  to  8  inch . 70  6.00 

Spirea  van  houttei  (Van  Iloutte  Spirea)  (C) 

8  to  10  inch . 30  2.00 

10  to  12  inch . 40  3.00 

12  to  15  inch . .60  5.00 

Tamarix  africana  (African  Tamarix)  (C) 

10  to  12  inch . 60  5.00 

12  to  15  inch . 80  7.00 

Vitex  agnus-castus  (Lilac  Chaste  Tree)  (S) 

6  to  8  inch . 25  1.50 

8  to  10  inch . v . . . 40  3.00 

Weigelia  Candida  (Snow  Weigelia)  (C) 

8  to  10  inch . 40  3.00 

10  to  15  inch . .60  5.00 

Weigelia  eva  rathke  (Scarlet  Weigelia)  (C) 

8  to  10  inch . 60  5.00 

10  to  15  inch . 80  7.00 

Weigelia  rosea  (Pink  Weigelia)  (C) 

8  to  10  inch . 40  3.00 

10  to  15  inch . 60  5.00 


Shade  Trees 

Acer  dasycarpum  (Silver  Maple)  (S) 

Per  10.  Per  100. 

6  to  8  inch . 30  2.00 

10  to  12  inch . 40  3.00 

Acer  palmatum  atropurpureum  (Bloodleaf  Japa¬ 
nese  Maple)  (B) 

6  to  8  inch . 4.10  40.00 

Celtis  (Hackberry)  (S) 

6  to  8  inch . 10  1.00 

8  to  10  inch . 20  2.00 

10  to  12  inch . .30  3.00 

Celtis  mississippiensis  (Sugarberry) 

8  to  10  inch . .30  2.00 

10  to  12  inch.... . 40  3.00 

12  to  15  inch . 50  4.00 

Cercis  canadensis  (American  Redbud)  (S) 

6  to  8  inch . 35  2.50 

8  to  10  irich . 50  4.00 

10  to  14  inch . 60  5.00 

Cornus  florida  (White  Dogwood)  (S) 

6  to  8  inch . 30  2.00 

10  to  12  inch . . . 40  3.00 

Cornus  florida  rubra  (Pink  Dogwood)  (B) 

6  to  8  inch . 1.10  10.00 

8  to  10  inch . 1.30  12.00 

10  to  12  inch . 1.60  15.00 

Ginkgo  biloba  (Maidenhair  Tree)  (S) 

6  to  8  inch . 40  3.00 

8  to  10  inch . 60  5.00 

10  to  12  inch . 80  7.00 

Koelreuteria  paniculata  (Golden  Raintree)  (S) 

8  to  10  inch . 80  7.00 

10  to  15  inch . 1.10  10.00 
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Melia  A.  Umbraculiformis  (Texas  Umbrella  China 
Tree)  (S)  Per i0-  Perm 

8  to  10  inch . 30  2.00 

12  to  15  inch . 40  3.00 

Salix  Babylonica  (Weeping  Willow)  (C) 

8  to  10  inch. . 30  2.00 

12  to  15  inch . 40  3.00 

Ulmus  americana  (American  Elm)  (S) 

8  to  10  inch . 30  2.00 

12  to  15  inch . 40  3.00 

Ulmus  pumila  (Chinese  Elm)  (S) 

8  to  10  inch . 25  1.50 

12  to  15  inch . 30  2.00 

Quercus  acuta  (Acuta  Evergreen  Oak)  (S) 

8  to  12  inch . 40  3.00 

Quercus  coccinea  (Scarlet  Oak)  (S) 

4  to  6  inch . 30  2.00 

8  to  10  inch . . 40  3.00 

Quercus  glauca  (Japanese  Blue  Oak)  (S) 

4  to  6  inch . 30  2.00 

6  to  8  inch . 40  3.00 

Quercus  nigra  (Water  Oak)  (S) 

6  to  8  inch . 25  1.50 

8  to  10  inch . 30  2.00 

Quercus  palustris  (Pin  Oak)  (S) 

4  to  6  inch . 25  1.50 

8  to  10  inch . 30  2.00 

Quercus  Phellos  (Willow  Oak)  (S) 

6  to  8  inch . 25  1.50 

8  to  10  inch . 30  2.00 

Quercus  wacrocarpus  (S) 

8  to  10  inch . 40  3.00 

10  to  12  inch . 60  5.00 


Vines 

Ampelopsis  vetchii  (Boston  Ivy)  (S)  ^  ^  per  m 

6  to  8  inch  . 20  1.00 

8  to  10  inch . 30  2.0 J 

Bignonia  radicans  (Trumpetcreeper)  (C) 

8  to  10  inch . ™  S-XX 

10  to  12  inch . •••••• .  -90  .  8/£? 

Clematis  paniculata  (Sweet  Autumn  Clematis)  (S) 

4  to  6  inch . 40  3.00 

6  to  8  inch . -60  5-°° 

Euonymus  radicans  (Wintercreeper)  (C) 

6  to  8  inch  . 70  6.00 

8  to  12  inch . .90  8.00 

Euonymus  radicans  variegata  (Variegated  Winter 

^trsinch  70  6.00 

i  to  wtoch:::::::::::. . 90  8.00 

Hedra  helix  (English  Ivy)  (C) 

8  to  10  inch . 60  5.00 

10  to  12  inch . . . . . ?°  / 

Jasminum  primulinum  (Primrose  Jasmine)  (C) 

6  to  8  inch . 50  4.00 

8  to  10  inch . ^0 

Wisteria  (Blue  Wisteria)  (S)  0  nn 

10  to  12  inch . 60  5.00 

12  to  15  inch . 90  8.00 
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Coniferous  Evergreens 

FIELD  GROWN  STOCK 

Cedrus  deodara  (Deodar  Cedar)  Each. 

18  to  24  inch . : . 30 

2  to  3  foot . 50 

3  to  4  foot . 75 

4  to  5  foot .  1.00 

Cedrus  lebani  (Cedar  of  Lebanon) 

2  to  3  foot . 75 

3  to  4  foot . . .  1.00 

4  to  5  foot .  1.50 

Cryptomeria  japonica  (Common  Cryptomeria) 

5  to  6  foot .  1.50 

Cupressus  Arizonica  (Arizona  Cypress) 

2  to  3  foot . 50 

3  to  4  foot . 75 

4  to  5  foot .  1.00 

5  to  6  foot .  1.50 

Cupressus  Pyramidalis  (Columnar  Italian  Cypress) 

2  to  3  foot . 50 

3  to  4  foot . 75 

4  to  5  foot .  1.00 

5  to  6  foot .  1.50 

Cupressus  sempervirens  (Italian  Cypress) 

2  to  3  foot . 30 

3  to  4  foot . 50 

4  to  5  foot . 75 

Juniperus  chinensis  pfitzeriana  (Pfitzer  Juniper) 

12  to  15  inch . 40 

15  to  18  inch . . . 60 

18  to  24  inch .  1.00 

2  to  3  foot .  1.25 

Juniperus  hibernica  (Irish  Juniper) 

15  to  18  inch . 15 

18  to  24  inch . 20 

24  to  30  inch . 25 

30  to  36  inch . 40 

Juniperus  communis  (English  Juniper) 

3  to  4  foot . 75 

4  to  5  foot . .] .  1.00 

5  to  6  foot .  2.50 

Juniperus  communis  ashfordi  (Ashford  Juniper) 

2  to  3  foot . 75 

3  to  4  foot .  1.00 

4  to  5  foot .  1.25 

Juniperus  succia  (Sweedish  Juniper) 

15  to  18  inch . 30 

18  to  24  inch . 40 

2  to  3  foot . 60 

4  to  5  foot .  1.00 

Juniperus  sabina  (Savin  Juniper) 

15  to  18  inch . 40 

18  to  24  inch . 60 

2  to  3  foot .  1.00 

3  to  4  foot .  1.50 

Juniperus  virginiana  (Red  Cedar) 

2  to  3  foot . . . 60 

3  to  4  foot .  1.00 

4  to  5  foot . . .  1.50 
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Libocedrus  decurrens  (California  Incense  Cedar) 

2  to  3  foot . 50 

3  to  4  foot . 75 

4  to  5  foot .  1.00 

Picea  excelsa  (Norway  Spruce) 

12  to  18  inch .  '  .40 

18  to  24  inch . 50 

Thuya  nana  daly  (Nana  Daly,  Green) 

12  to  15  inch . 40 

15  to  18  inch . 60 

18  to  24  inch . 75 

2  to  3  foot .  1.00 

Thuya  occidentals  globosa  (American  Globe) 

15  to  18  inch . 60 

18  to  24  inch . 75 

2  to  3  foot .  1.00 

Thuya  occidentals  pyramidalis  (American 
Pyramidal) 

12  to  15  inch . 40 

15  to  18  inch . 50 

18  to  24  inch . 60 

2  to  3  foot . 75 

3  to  4  foot . 1.00 

Thuya  orientalis  (Chinese  Arbor  vitae) 

18  to  24  inch . . 20 

2  to  3  foot . 40 

3  to  4  foot . 60 

4  to  5  foot .  1.00 

Thuya  orientalis  aurea  nana  (Berckman’s  Golden 
Arborvitae)  Each. 

12  to  15  inch . 30 

15  to  18  inch . 50 

18  to  24  inch . 60 

24  to  30  inch . 75 

3  to  4  foot .  1.00 

Thuya  orientalis  aurea  conspicua  (Goldspire) 

18  to  24  inch . 40 

2  to  3  foot . 60 

3  to  4  foot . 75 

Thuya  orientalis  bonita  (Bonita  Arborvitae) 

12  to  15  inch . 40 

15  to  18  inch . 50 

18  to  24  inch . 60 

2  to  3  foot . 75 

3  to  4  foot .  1.00 

Thuya  orientalis  compacta 

15  to  18  inch . 25 

18  to  24  inch . 35 

2  to  3  foot . 50 

3  to  4  foot . 75 

Thuya  orientalis  meldensis  (Beverlyensis) 

15  to  18  inch . 40 

18  to  24  inch . 50 

2  to  3  foot . 75 

Thuya  orientalis  rosedale  (Biota  Rosedale) 

12  to  15  inch . 25 

15  to  18  inch . 30 

18  to  24  inch . 40 

2  to  3  foot . 60 
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Thuya  orientalis  rosedale  hybrid  (Biota  Rosedaie 
Hybrid)  Each 

15  to  18  inch . 30 

18  to  24  inch . 40 

2  to  3  foot . 50 

Retinospora  obtusa  (Hinoka  Cypress) 

12  to  15  inch . 30 

15  to  18  inch . 40 

18  to  24  inch . .50 

2  to  3  foot . 75 

Retinospora  (Chamaecyparis)  Pisifera  Plumosa 
(Plume  Ret.) 

18  to  24  inch . 50 

2  to  3  foot . 75 

3  to  4  foot . 1.00 

Retinospora  (Chamaecyparis  pisifera  aurea 
(Golden  Sawara  Ret.) 

15  to  18  inch . 50 

18  to  24  inch . 75 

2  to  3  foot .  1.00 

3  to  4  foot .  1.25 

Retinospora  (Chamaecyparis)  pisifera  plumosa 
aurea  (Golden  Plume  Ret.) 

12  to  15  inch . 35 

15  to  18  inch . 50 

18  to  24  inch . 75 

2  to  3  foot .  1.00 

3  to  4  foot .  1.50 

Retinospora  (Chamaecyparis)  pisifera  squarrosa 
vetchii  (Moss.  Ret.) 

15  to  18  inch . 40 

18  to  24  inch . 50 

2  to  3  foot .  1.00 

3  to  4  foot .  1.50 


Broad-Leaved  Evergreens 

Abelia  grandiflora  (Glossy  Abelia)  Each. 

12  to  18  inch . 15 

18  to  24  inch . 20 

2  to  3  foot . 30 

3  to  4  foot . 40 

Buxus  sempervirens  (Common  Boxwood) 

4  to  6  inch . 05 

6  to  8  inch . 07^ 

8  to  10  inch . 10 

10  to  12  inch . 12 

12  to  15  inch . 20 

15  to  18  inch . 40 

18  to  24  inch . 75 

24  to  30  inch .  1.25 

30  to  36  inch . 1.50 

Buxus  sempervirens  suffruticosa  (Truedwarf 
Boxwood) 

6  to  8  inch . 12 

8  to  10  inch . 18 

10  to  12  inch . 50 

12  to  15  inch . 75 

15  to  18  inch .  1.00 

18  to  24  inch .  2.25 
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Cotoneaster  pannosa  (Silverleaf  Cotoneaster) 

Each 

15  to  18  inch.....^. . 30 

18  to  24  inch . 40 

2  to  3  foot . . 60 

3  to  4  foot . 75 

Cotoneaster  van  chilli 

15  to  18  inch . 30 

18  to  24  inch . 40 

2  to  3  foot . 60 

3  to  4  foot . 75 

Euonymus  japonicus  (Evergreen  Burningbush) 

12  to  18  inch . 15 

18  to  24  inch . 25 

2  to  3  foot . 40 

3  to  4  foot . 75 

Euonymus  patens  (Spreading  Euonymus) 

12  to  18  inch . 15 

18  to  24  inch . 25 

2  to  3  foot . 40 

Laurocerasus  caroliniana  (Cherry  Laurel) 

12  to  18  inch . 15 

18  to  24  inch . 20 

2  to  3  foot . 30 

3  to  4  foot . 40 

4  to  5  foot . 75 

Laurocerasus  officinalis  (English  Cherry  Laurel) 

12  to  18  inch . 35 

18  to  24  inch . 50 

2  to  3  foot . 75 

3  to  4  foot . 1.00 

Ligustrum  amurense  (Chinese  Privet)  Per  loo 

12  to  18  inch .  1.50 

18  to  24  inch .  2.00 

2  to  3  foot . 2.50 

3  to  4  foot .  3.00 

4  to  5  foot .  4.00 

Ligustrum  Japonicum  (Japanese  Privet)  Each 

12  to  18  inch . 10 

18  to  24  inch . 15 

2  to  3  foot . 25 

3  to  4  foot . 40 

4  to  5  foot . 60 

5  to  6  foot . 75 

Ligustrum  lucidum  (Glossy  Privet) 

12  to  15  inch . 25 

15  to  18  inch . 35 

18  to  24  inch . 50 

2  to  3  foot . 60 

Ligustrum  marginatum  aureum  (Goldleaf  Privet) 

12  to  18  inch . 25 

18  to  24  inch . 35 

2  to  3  foot . 50 

3  to  4  foot . 60 

Ligustrum  nepalense  (Nepal  Privet) 

12  to  15  inch . 25 

15  to  18  inch . 35 

18  to  24  inch . 50 

2  to  3  foot . 60 

Ligustrum  ovalifolium  variegatum  (California 
Golden) 

12  to  15  inch . 30 

15  to  18  inch . 40 

18  to  24  inch . 60 

2  to  3  foot . 75 
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Magnolia  grandiflora  (Southern  Magnolia) 

Each 

18  to  24  inch . 25 

2  to  3  foot . 35 

3  to  4  foot . 50 

4  to  5  foot . 75 

Nandina  domestica  (Nandina) 

10  to  12  inch . 20 

12  to  15  inch . 30 

15  to  18  inch . 40 

18  to  24  inch . 60 

2  to  3  foot .  1.00 

Photinia  serrulata  (Low  Photinia) 

12  to  18  inch . 30 

18  to  24  inch . 40 

2  to  3  foot . 50 

3  to  4  foot .  1.00 

Pyracantha  crenulata  yunnanensis  (Yunnanensis 

Firethorn) 

12  to  15  inch . 40 

15  to  18  inch . 50 

18  to  24  inch . 60 

2  to  3  foot . 75 

3  to  4  foot .  1.00 

Raphiolepsis  japonica  (Yeddo  Hawthorne) 

15  to  18  inch . 30 

18  to  24  inch . 50 

2  to  3  foot . 60 

Thea  sinensis  bohea  (Bohea  Tea  Plant) 

12  to  15  inch . 40 

15  to  18  inch . 50 

18  to  24  inch . 60 

Deciduous  Shrubs  and  Plants 

Please  Order  in  Multiples  of  Ten 
Berberis  thunbergi  (Japanese  Barberry) 

Each. 

12  to  18  inch . 05 

18  to  24  inch . 07  ^ 

2  to  3  foot . 10 

Berberis  thunbergi  atropurpurea  (Redleaf 
Barberry) 

12  to  18  inch . 20 

18  to  24  inch . 30 

Callicarpa  americana  (American  Beautyberry) 

2  to  3  foot . 15 

3  to  4  foot . 25 

Cercis  chinensis  (Dwarf  Redbud) 

15  to  18  inch . 05 

18  to  24  inch . 07^ 

2  to  3  foot . 10 

3  to  4  foot . 15 

4  to  5  foot . 25 

Cytisus  scoparius  (Scotch  Broom) 

2  to  3  foot . 25 

3  to  4  foot . 35 

4  to  5  foot . 50 

Deutzia  crenata  flora  plena  alba  (Double  White 

Deutzia) 

18  to  24  inch . 05 

2  to  3  foot . 08 

Deutzia  gracilis  (Slender  Deutzia) 

12  to  18  inch . 05 

18  to  24  inch . 08 
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Deutzia  scabra  (Deutzia  Pride  of  Rochester) 

Each 

18  to  24  inch . 05 

2  to  3  foot . 07  V2 

3  to  4  foot . 10 

4  to  5  foot . 17 

Exochorda  grandiflora  (Pearlbush) 

18  to  24  inch . 05 

2  to  3  foot . 07% 

3  to  4  foot . ; . 10 

4  to  5  foot . 15 

5  to  6  foot . 25 

Forsythia  suspensa  fortunei  (Fortune  Forsythia) 

18  to  24  inch . 05 

2  to  3  foot . 07  y2 

3  to  4  foot . 10 

Forsythia  viridissima  (Greenstem  Forsythia) 

2  to  3  foot . 08 

3  to  4  foot . 10 

Hibiscus  syriacus  (Shrub  Althea)  Double  pink, 

white,  purple,  red  and  single  white 

18  to  24  inch . 05 

2  to  3  foot . 07  y2 

3  to  4  foot . 10 

4  to  5  foot . 15 

Hydrangea  paniculata  grandiflora  (Peegee 

Hydrangea) 

12  to  18  inch . 05 

18  to  24  inch . 10 

2  to  3  foot . 15 

Hypericum  aureum 

12  to  18  inch . 05 

18  to  24  inch . 10 

2  to  3  foot . 15 

Lagerstroemia  (Crape  Myrtle),  pink,  red, 
purple,  white 

18  to  24  inch . 10 

2  to  3  foot . 15 

3  to  4  foot . 25 

4  to  5  foot . 40 

Lespedeza  (Shrub  Bush  Clover) 

2  to  3  foot . 10 

3  to  4  foot . 15 

4  to  5  foot . 30 

Ligustrum  ovalifolium  (California  Privet) 

Per  100 

12  to  15  inch .  1.00 

15  to  18  inch .  1.25 

18  to  24  inch .  1.50 

2  to  3  foot .  2.00 

Lonicera  fragrantissima  (Christmas  Honeysuckle) 

Each 

18  to  24  inch . 05 

2  to  3  foot . 10 

3  to  4  foot . 15 

4  to  5  foot . 20 

Philadelphus  grandiflora  (English  Dogwood) 

18  to  24  inch . 05 

2  to  3  foot . 07% 

3  to  4  foot . 10 

4  to  5  foot . 15 

Rhodotypos  kerriodes  (Jetbead) 

18  to  24  inch . 05 

2  to  3  foot . 07% 

3  to  4  foot . 10 
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Spirea  anthony  waterer  (A.  W.  Spirea) 

Each 

12  to  15  inch . 05 

15  to  18  inch . 07  V2 

18  to  24  inch . 10 

2  to  3  foot . ; . 15 

Spirea  reevesiana  (Reeves  Spirea) 

18  to  24  inch . 05 

2  to  3  foot . 07  ^ 

3  to  4  foot . 10 

4  to  5  foot . 15 

Spirea  thunbergi  (Thunberg  Spirea) 

12  to  15  inch . 04 

15  to  18  inch . 06 

18  to  24  inch . 10 

2  to  3  foot . 15 

Spirea  van  houttei  (Van  Houtte  Spirea) 

12  to  18  inch . 03 

18  to  24  inch . 05 

2  to  3  foot . 07  ^ 

3  to  4  foot . 10 

4  to  5  foot . 15 

Vitex  agnus  castus  (Lilac  Chaste  Tree) 

18  to  24  inch . . 05 

2  to  3  foot . 07^ 

3  to  4  foot . 10 

4  to  5  foot . 15 

Weigelia  Candida  (Snow  Weigelia) 

18  to  24  inch . 10 

2  to  3  foot . 15 

3  to  4  foot . 25 

Weigelia  rosea  (Pink  Weigelia) 

18  to  24  inch . 10 

2  to  3  foot . 15 

3  to  4  foot . 25 

Wisteria  grandiflora  (Blue  and  White  Wisteria) 

Grafted 

2  year . 25 

3  year . 30 


Shade  Trees 

Acer  dasycarpum  (Silver  Maple) 

Each 

5  to  6  foot . 10 

6  to  8  foot . 15 

8  to  10  foot . 20 

10  to  12  foot . 30 

Celtis  (Hackberry) 

6  to  8  foot . 30 

8  to  10  foot . 40 

10  to  12  foot . 60 

Cercis  canadensis  (American  Redbud) 

3  to  4  foot . 20 

4  to  5  foot . 25 

5  to  6  foot . 30 

6  to  8  foot . . . 40 

Cornus  Florida  (White  Dogwood) 

2  to  3  foot . 20 

3  to  4  foot . 30 

4  to  5  foot . 40 

5  to  6  foot . 50 


Hogansville,  Georgia  17 


Comus  Florida  rubra  (Pink  Dogwood) 

Each 

18  to  24  inch . 40 

2  to  3  foot . . . . . 60 

Populus  nigraitalica  (Lombardy  Poplar) 

8  to  10  foot . 25 

10  to  12  foot . 35 

12  to  14  foot . 50 

Salix  babylonica  (Weeping  Willow) 

6  to  8  foot . 40 

8  to  10  foot . 50 

Ulmus  americana  (American  Elm) 

6  to  8  foot . 20 

8  to  10  foot . 25 

10  to  12  foot . 30 

Ulmus  pumila  (Chinese  Elm) 

5  to  6  foot . 15 

6  to  8  foot . 20 

8  to  10  foot . . . 25 

Quercus  glauca  (Japanese  Blue  Oak) 

4  to  6  foot . 60 

Quercus  nigra  (Warer  Oak) 

5  to  6  foot . 40 

6  to  8  foot . 50 

8  to  10  foot . 65 

10  to  12  foot . 75 

Quercus  palustris  (Pin  Oak) 

5  to  6  foot . 40 

6  to  8  foot . . . . 50 

Quercus  phellos  (Willow  Oak) 

5  to  6  foot . 40 

6  to  8  foot . 50 


Vines 

Ampelopsis  vetchii  (Boston  Ivy) 

Each 

2  year . 15 

3  year . 25 

Bignonia  radicans  (Trumpetcreeper) 

1  year . 25 

2  year . 35 

Clematis  paniculata  (Sweet  Autumn  Clematis) 

2  year . 15 

3  year . 25 

Euonymus  radicans  (Wintercreeper) 

1  year . 15 

2  year . 25 

Hedra  helix  (English  Ivy) 

2  year  . . 12 

3  year . 15 

Jasminum  primulinum  (Primrose  Jasmine) 

15  to  18  inch . 10 

18  to  24  inch . 15 

2  to  3  foot . 25 

Wisteria  grandiflora  (Blue  and  White)  Grafted 

2  year . 25 

3  year . 30 
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